
CUSTOMER CARE 


List of 6-bit update capable M lenses for digital use 


Name 

Colour 

Order Nr. 

Year of 
poduction 

Summicron-M 1:2,0 / 28 mm ASPH. 

black 

11604 

2000-currently 

Summicron-M 1:2/35 mm ASPH. 

black 

11879 

1996 - currently 

Summicron-M 1:2/35 mm ASPH. 

silver 

11882 

1996 - currently 

Summilux-M 1:1,4/50 mm ASPH. 

black 

11891 

2004-currently 

Summilux-M 1:1,4/50 mm ASPH. 

silver 

11892 

2006 - currently 

Summicron-M 1:2/50 mm 

black 

11826 

1994 - currently 

Apo-Summicron-M 1:2,0/75 mm ASPH. 

black 

11637 

2005 - currently 

Apo-Summicron-M 1:2/90 mm ASPH. 

black 

11884 

1998 - currently 

Elmarit-M 1:2,8/90 mm 

black 

11807 

1990-2007 

Summicron-M 1:2/50 mm 

silver 

11816 

1994-2007 

Macro-Elmar-M 1:4,0/90 mm 

black 

11633 

2002-2007 

Macro-Elmar-M 1:4,0/90 mm 

silver 

11634 

2002-2007 

Macro-Adapter M 

black 

14409 

2002 - 2007 

Elmarit-M 1:2,8/21 mm ASPH. 

black 

11135 

1997-2011 

Summilux-M 1:1,4 / 35 mm ASPH. 

black 

11874 

1994-2011 

Elmarit-M 1:2,8/24 mm ASPH. 

black 

11878 

1996-2010 

Tri-Elmar-M 1:4/28-35-50 mm ASPH. 

black 

11625 

2000-2007 

Elmar-M 1:2,8/50 mm 

black 

11831 

1995 - 2007 

Elmar-M 1:2,8/50 mm 

silver 

11823 

1994-2007 

Summilux-M 1:1,4/75 mm 

black 

11810 

1998 - 2007 

Noctilux-M 1:1 / 50 mm 

black 

11822 

1994-2002 

Elmarit-M 1:2,8/21 mm 

black 

11134 

1980- 1997 

Elmarit-M 1:2,8/21 mm ASPH. 

silver 

11897 

1997-2004 

Elmarit-M 1:2,8/24 mm ASPH. 

silver 

11898 

1996 - 2005 

Elmarit-M 1:2,8/28 mm 

black 

11804 

1979 - 1992 

Elmarit-M 1:2,8/28 mm 

black 

11809 

1992-2005 

Tri-Elmar-M 1:4/28-35-50 mm ASPH. 

black 

11890 

1998-2000 

Tri-Elmar-M 1:4/28-35-50 mm ASPH. 

silver 

11894 

1999-2000 

Summilux-M 1:1,4/35 mm ASPH. 

silver 

11883 

1994-2004 

Summicron-M 1:2/35 mm 

black 

11310 

1979 - 1996 

Summicron-M 1:2/35 mm 

silver 

11311 

1993 - 1996 

Noctilux-M 1:1,0/50 mm 

black 

11821 

1975 - 1994 

Summilux-M 1:1,4/50 mm 

black 

11868 

1992 - 2004 

Summilux-M 1:1,4/50 mm 

silver 

11856 

1992-2004 

Summicron-M 1:2,0/50 mm 

black 

11817 

1969 - 1979 

Summicron-M 1:2,0/50 mm 

black 

11819 

1979 - 1994 

Summicron-M 1:2,0/50 mm 

silver 

11825 

1992 - 1994 

Summilux-M 1:1,4/75 mm 

black 

11814 

1980- 1982 

Summilux-M 1:1,4/75 mm 

black 

11815 

1982 - 1998 

Summicron-M 1:2,0/90 mm 

black 

11136 

1980- 1989 

Summicron-M 1:2,0/90 mm 

silver 

11137 

1993 - 1989 

Apo-Summicron-M 1:2,0/90 mm ASPH. 

silver 

11885 

2002-2004 

Tele-Elmarit-M 1:2,8/90 mm 

black 

11800 

1973 - 1989 

Elmarit-M 1:2,8/90 mm 

silver 

11808 

1997-2004 


Please ask either your authorized Leica dealer or Customer Service in Solms to perform the 
update. The latter will be happy to inform you on this subject. Customer Service is available 
under the phone number +49 (0)6442 208-189 or via e-mail customer.care@leica-camera.com. 


















































